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Tha abova too dependents of e*-iedig«tcrciw“«gent underwent routine 
medical mcanlnations on 2J> July 15$2 ? 

1, c a i (A-0-®88)« 

History * Mo eignifioant history was no tad* 

Physical axaainatlom Functional pulmoal d. systolic 

muramr* (X pelvic examination was not included) » 

laboratory Btodlaa * Chest x-ray, urinalysis, and serologio 
test ftrVphillis wars all within normal limits. 

Disposition * Physically fit* 

2* u 3 (A-O-28?) 

History ! Scarlet Fever, Bovember 1PS1# no apparent 
residata^ 


Physical ggs^MdoB i Be abnormalities were noted* 

Laboratory Studies! Urinalysis, cheat x-ray, and serologio 
test for syphillis were all within normal Halts* 

Disposition * Physically fit. 

Both received ianaiat cations agaiDSt Smallpox* 
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